282
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list enci.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8503040116 EN-85-017:on 850227,notice of violation & proposed imposition of civil penalties in amount of $150,000 will be issued-Action based on 841022 violations of tech Specs associated w/Unit 3 reactor startup.
BEACH.B., AXELRAD.J. Director's Office, Office of Inspection and Enforcement 85/ 02/22. 1p. 29184:293-29184:293.
8503040121 Responds to FOIA request for documents re Kerr-McGee Corp in West Chicago.lLForwards App A documents.Portions of documents re individuals who may have had radiation exposure withheld (ref FOIA Exemption 6). FELTON.J.M. Division of Rules and Records. 84/09/12. RAPKIN.A. Illinois, State of. 5pp. 29219:037-29219:304.
-8503040210 PN-lll-78-097:on 781129,Mayor E Rennets of West Chicago.lL sent telegrams to NRC,EPA,Kerr-McGee Corp & Illinois Atty General to discuss decontamination & decommissioning of Kerr-McGee thorium plant in West Chicago.lL. STRASMA.J., DAVIS.A.B. Region 3, Chicago, Office of the Director, 78/11/29. 1p. 29219:099-29219:116.
8503040231 EN-85-019:on 850228,notice of violation & proposed imposition of civil penalty in amount of $500 issued to licensee.Action based on multiple violations representing programmatic breakdown in radiation safety program. ROB1NSOKP., AXELRAD.J. Director's Office, Office of Inspection and Enforcement 85/02/25. 1p. 29184:193-29184:193.
8503040260 EN-85-022:on 850228,notice of violation & proposed imposition of civil penalty in amount of $2,500 to be issued.Action based on failure to follow radiation work permit.resulting in extremity exposure of 28.9 rems.
FLACK.E., AXELRAD.J. Director's Office, Office of Inspection and Enforcement 85/ 02/25. 1p. 29184:217-29184:217.
8503040206 PNO-V-85-012:on 850221 .while scraping north of refueling bldg in preparation for bldg addition.bore holes discovered w/potential explosive charge.Excavation halted.Contractor will determine status of charges.
DODDS.R., RICHARDS.S. Region 5, Office of Director. 85/02/25. 2pp. 29181:359-29181:360.
8503040364 EN-85-018:on 850228,notice of violation & proposed imposition of civil penalties in amount of $25,000 will be issued.Action based on failure to maintain operabil-ity of intake cooling water sys.
BEACH.B., AXELRAD.J. Director's Office, Office of Inspection and Enforcement. 85/ 02/25. 1p. 29177:226-29177:226.
8503040381 PNO-ll-85-022:on 850228,util equipment operator fatally injured.Caused by operator falling back & lodging head between crane & electrical lighting panel.Victim taken to hosp & died of skull fracture.
BURGER.C., DANCE.H.C. Region 2, Office of Director. 85/02/28. 1p. 29179:362-29179:362.
8503040429 EN-85-020:on 850301 .notice of violation & proposed imposition of civil penalty in amount of $2,500 will be issued to licensee.Action based on significant breakdown in radiation safety control of licensed activities.
KLINGLER.G., AXELRAD.J. Director's Office, Office of Inspection and Enforcement 85/02/25. 1p. 29178:334-29178:334.
8503040444 PNO-l!-85-021:on 850227,loss of rod control sys occurred. Controlled shutdown & manual reactor trip per emergency procedures completed w/o incident.Westinghouse will assist in analysis of event
WATSON.L., VERRELLI.D.M. Region 2, Office of Director. 85/02/27. 1p. 29178:360-29178:360.
8503040456 EN-85-021:on 850228,notice of violation & proposed imposition of civil penalties in amount of $1,250 will be issued to licensee.Action based on violations associated w/high radiation level on gauge.
FLACK.E., AXELRAD.J. Director's Office, Office of Inspection and Enforcement. 85/ 02/25.1p. 29178:314-29178:314.
8503040458 PNO-ll-85-012B:continuing util insp of tendons found add! broken anchor w/heat number designation HP.Of 357 tendons in containment bldg, 108 inspected.including all 50 tendons w/HV designation.Region II specialist inspector onsite.
WATSON.L, VERRELLI.D.M. Region 2, Office of Director. 85/02/27. 1p. 29180:329-29180:329.
8503050344 PNO-IV-85-008A:updates 850220 inadvertent activation of containment spray.Component cooling water could not be immediately restored due to isolation of reactor coolant pump seal cooler inlet & outlet valves on three pumps. JOHNSON.E.H. Region 4, Office of Director. 85/02/22.1p. 29207:307-29207:307.
8503050352 PNO-IV-85-007A:sealed radioactive source containing 1.5 Ci Cs-137 missing from well logging truck near Graham.TX not found after extensive investigation.survey & interview efforts.Use of DOE aerial measuring sys not justified. DODA.R.J. Region 4, Office of Director. 85/02/27. 1p. 29206:233-29206:233.
8503050464   PNO-l-85-015:on   850227,State   of   NY   notified   of   lost   molybdenum generator.shipped   from   Union   Carbide   in   NY   to   Georgia   Nuclear  Svcs   in Augusta,GA.Generator being traced by State of GA & Purolator. MCGRATH.J. Region 1. Office of Director. 85/02/28. 1p. 29208:050-29208:050.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co, of New York, Inc. 99pp. 29482:045-29482:143.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070169 EN-85-025:on 850305,order modifying license & notice of violation issued.Action based on two violations re overexposure of individual & failure of individual to wear gloves while handling 1-125.
FLACK.E., AXELRAD.J. Director's Office, Office of Inspection and Enforcement 857 03/05. 1p. 29261:124-29261:124.
8503070209 EN-84-071A on 841206,order imposing civil penalty in amount of $50000 issued.Action based on violation involving failure to install vital area barriers & to implement access control measures around vital equipment
ROBINSON.P., AXELRAD.J. Director's Office, Office of Inspection and Enforcement 85/03/06. 1p. 29260:318-29260:318.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammerina Effect" Svc list encl.                                                                                                                      y
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480-340-29481:084.
8503080103 EN-85-023:on 850307,notice of violation & proposed imposition of civil penalty in amount of $500 to be issued to Vess Beverages.Action based on improper disposal of radioactive matl.
KLINGLER.G.R., AXELRAD.J. Director's Office, Office of Inspection and Enforcement 85/03/04. 1 p. 29275:068-29275:068.                                                                         wiwwnwu,
8503080206 PNO-ll-85-023:on 850228,reactor tripped during restart. Caused by high power acceleration due to operator incorrectly estimating amount of Xenon in core.Operator temporarily relieved of duties.
CANTRELL.F.S., VERRELLI.D.M. Region 2, Office of Director. 85/03/04 2oo 29275:008-29275:009.                                                                                                                RP"
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New YorR, Inc. 109pp 29481-085-29481:192.
8503110008 EN-85-024:on 850308,notice of violation & proposed imposition of civil penalty will be issued to James River Corp.Action based on improper disposal of licensed radioactive matl.
KLINGLER.G., AXELRAD.J. Director's Office, Office of Inspection and Enforcement 85/03/05. 1 p. 29286:231-29286:231.
8503110221 PNO-IV-85-009:on 850304,initial criticality achieved.Boron concentration as predicted was 820 ppm.AII other parameters normal.
CROSSMAN.W.A., JOHNSON.E.H. Region 4, Office of Director. 85/03/05 1p 29288:331-29288:331.                                                                                                            ' K'
8503110231 PNO-lll-85-020:on 850226,licensee informed resident inspector that seven util QC inspectors decertified after review identified procedural & educ/experience deficiencies in insp certification program.lmpact evaluation planned. PELKE.P., GREENMAN.E. Region 3, Office of Director. 85/03/04. 1p 29287-351-29287:351.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495-120-29495:221.
8503140142 PNO-ll-85-012C:on 850128,during walkdown before scheduled integrated leak rate testbroken containment bldg tendon field anchor found.Caused by hydrogen stress cracking.AII failed & cracked anchor heads replaced.
CANTRELL.F.S., VERRELLI.D.M. Region 2, Office of Director. 85/03/08. 2pp. 29357:124-29357:125.
8503150369 PNO-111-85-021 :on 850308,security officer accidentally fired revolver during cleaning.Officer failed to remove one bullet from revolver.Officer suspended from duty.Weapons handling procedures reviewed by all security personnel. CREED.J., HIND.J. Region 3, Office of Director. 85/03/08. 1p. 29370:361-29370:361.
8503180196 PNO-IV-85-010:on 850312,emergency pull cable on transfer tube cart became    entangled    w/cart    sprocketthus    delaying    fuel     load.Cause    not stated.Interference relieved by diver. DENISE.R.P. Region 4, Office of Director. 85/03/12. 1p. 29386:130-29386:130.
8503180324 PNO-V-85-013:on 850301 .weld leak identified in essential CWS piping inside south spray pond.Investigation's of 850307, revealed similar leaks in 51 welds.Cause not determined. Becntel evaluating problem.
MILLER.L, HERNANDEZ.G. Region 5, Office of Director. 85/03/08. 1p. 29383:070-29383:070.
8503180364 PNS-l-85-005:on 850313,security sergeant accidentally discharged revolver.Round travelled through sheet metal wall & loaded in wall of const trailer about 70 ft away.No one injured.Individual suspended.
MADDEN.W., KEIMIG.R. Region 1, Office of Director. 85/03/14, 1p. 29386:215-29386:215.
8503180397 PNO-lll-85-022:on 850313,through-wall circumferential crack measuring 1/2 inch discovered on 10-inch pipe in recircufation sys following application of induction heating stress improvement treatment.
BOYD.D., WARNICK.R. Region 3, Office of Director. 85/03/13. 1p. 29383:362-29383:362.
8503190062 PNO-IV-85-028A:on 850301,TX Dept of Health.Bureau of Radiation Control issued emergency order requiring licensee to cease & desist from receiving addl rad-wastes & conduct pyhsical inventory of all radwaste drums. HEYER.R.S. Region 4, Office of Director. 85/03/13. 2pp. 29406:320-29406:321.
8503190243 PNO-ll-85-024:on 850309,unit shut down for testing to ascertain cause of discrepancies between water level indicators.Unit will remain shut down until matter resolved.
RULAND.W., CANTRELL.F.S. Region 2, Office of Director. 85/03/11. 1p. 29403:209-29403:209.Nuclear Power Operations. 1p. 29281:150-29281:151.
